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Message Text 

CONFIDENTIAL 

PAGE 01 BAGHDA 01578 130913Z 
ACTION SY-05 

INFO OCT-01 NEA-10 ISO-OO OC-06 CCO-OO /022 W 

072388 131137Z/12 

R 13081 1Z SEP 77 
FM USINT BAGHDAD 
TO SECSTATE WASHDC 4991 
INFO AMCONSUL KARACHI 
AMEMBASSY TEHRAN 

CONFIDENTIAL BAGHDAD 1578 

DEPT FOR A/OC/NEA, SY/T; KARACHI FOR RCO; TEHRAN FOR RSO 

E.O. 11652: GDS 
TAGS: ASEC, AFAC 

SUBJECT: DISPOSTION OF CHASTITY BELT SYSTEM LOCATED AT USINT 
BAGHDAD 

REF: (A) 76 TEHRAN 7027, (B) 76 BAGHDAD 1202 AND RELATED MATERIAL 

1 . IN JULY 1976 RSO TEHRAN REQUESTED CHASTITY BELT SECURITY 
SYSTEM BE SHIPPED FROM DAMASCUS TO BAGHDAD. SYSTEM ARRIVED 
BAGHDAD IN AUGUST 1976. SYSTEM WAS NEVER INSTALLED BECAUSE OF 
UPCOMING CCC INSTALLATION. 

2. SINCE CCC AREA EXPECTED TO BE COMPLETED BY END OF 1977 POST 
FEELS WE HAVE NO USE FOR THIS SYSTEM. 

3. REQUEST USINT BAGHDAD BE ADVISED OF DESIRED DISPOSTION OF THIS 
SYSTEM, I.E., SHOULD IT BE RETURNED TO DEPARTMENT SY/T OR 
FORWARDED TO ANOTHER POST. 

MACK 

CONFIDENTIAL 
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Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 13-Sep-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BAGFIDA01578 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 
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